THE  HUGUENOT  (FRENCH  PROTESTANT)  CHURCH 
Charleston,  S.  C. 

Dating  back  to  1681.  this  pure  Gothic  edifice  takes 
pride  in  the  distinction  of  being  the  only  French 
Protestant  church  in  America  which  adheres  to  the 
exact  form  of  the  Huguenot  worship  and  uses  the 
original  liturgy.  This  is  the  third  church  on  this  site 
with  the  present  structure  being  remodeled  in  1845. 
White  marble  tablets  adorn  the  interior  walls  in 
memory  of  the  first  Huguenot  emigrants  to  America. 
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